94      DOCKETED ITEMS

9107250075 Forwards "Amends to Petitioners M Hobby & A Mosbaugh 900911 Petition
& Response to Util 910401 Submission by Executive Vice President.RP McDonald"
dtd 910708,per 910710 request.

MATTHEWS.D.B. Project Directorate II-3. 91/07/15. HAIRSTON.W.G. Georgia Power
Co. 1p. 58537:231-58537:339.

-9107250082 Discusses amends to petitioners M Hobby & A Mosbaugh 900911 petition
& response to licensee 910401 submission.Requests that NRC take all necessary
action to determine whether util current mgt has competence to continue operation of

KOHN.M.D. Kohn, Kohn & Colapinto, P.O. (formerly Kohn & Associates). 91/07/08.
SELIN.l. Commissioners (Post 750119). TAYLOR.J.M. Ofc of the Executive Director
for Operations, 104pp. 58537:232-58537:339.

9107260142 Notification of 910730 meeting w/util in Rockville.MD to discuss concept of
electrical actuation of safety relief valves at facility.

RINALDI.F. Project Directorate II-3. 91/07/22. MATTHEWS.D.B. Project Directorate II-
3. 3pp. 58590:004-58590:006.

Q. Inspection reports, iE BuStetins & correspondence

9107080265 Forwards Insp Repts 50-321/91-12 & 50-366/91-12 on 910414- 0511 &
notice of violation.

HERDT.A.R, Region 2 (Post 820201). 91/06/04. HAIRSTON.W.G. Georgia Power Co.
3pp. 58388:309-58388:329.

-9107080268 Notice of violation from insp on 910414-0511.Violation noted:23 ft of
water not maintained over top of irradiated fuel assemblies seated in spent fuel pool
storage racks since late 1980.
HERDT.A.R. Region 2 (Post 820201). 91/06/04. 1p. 58388:312-58388:312.

-9107080272 Insp Repts 50-321/91-12 & 50-366/91-12 on 910414-0511. Violation
noted.Major areas inspected:operations, surveillance testing.maint activities.refueling
activities & review of open items.

WERT.LD., MUSSER.RA, SKINNER.P.H. Region 2 (Post 820201). 91/06/04. 17pp.
58388:313-58388:329.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list end.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-68255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl,

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107080159 Forwards insp rept 50-321/91-15 & 50-366/91-15 on 910512- 0608 &
notice of violation.

HERDT.A.R. Region 2 (Post 820201). 91/06/19. HAIRSTON.W.G. Georgia Power Co.
3pp. 58386:062-58386:082.

-9107080164 Notice of violation from insp on 910512-0608.Violation noted:written in-
structions not implemented & maintained covering surveillance & test activities of
safely related equipment.
HERDT.A.R. Region 2 (Post 820201). 91/06/19. 1p. 58386:065-58386:065.

-9107080168 Insp repts 50-321/91-15 & 50-366/91-15 on 910512-0608. violations
noted.Major areas inspectedoperations including spent fuel pool verification process
& surveillance testing, including ADS valve functional testing concerns.
WERT.LD., MUSSER.RA, SKINNER.P.H. Region 2 (Post 820201). 91/06/19. 15pp.
58386:066-58386:082.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication;1 Svc list encl.

CUNNINGHAM.RE. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107160093 Ack receipt of 910621 itr informing NRC of steps taken to correct violations
noted in insp repts 50-321/91-04 & 50-366/91-04 on 910509.
HERDT.A.R. Region 2 (Post 820201), 91/07/08. HAIRSTON,W.G. Georgia Power Co.
3pp. 58418:132-58418:134.

9107290067 Responds to 910415 Itr re requirement to perform five reactivity manipula-
tions on actual plant & procedure followed to change examiner stds (NUREG 1021).
GALLO.R.M. Operator Licensing Branch. 91/07/08. HAIRSTON.W.G. Georgia Power
Co. 2pp. 58572:357-58572:358.

9107310045 Ack receipt of 910628 Itr informing NRC of steps taken to correct violations
noted in insps 50-321/91-12 & 50-366/91-12.

HERDT.A.R. Region 2 (Post 820201). 91/07/10. HAIRSTON.W.G. Georgia Power Co
3pp. 58587:328-58587:330.

9107160239 Forwards insp repts 50-321/91-17 & 50-366/91-17 on 910610-14.No viola-
tions or deviations noted.

BLAKE.J.J., JULIAN.C.A. Region 2 (Post 820201). 91/07/11. HAIRSTON.W.G. Geor-
gia Power Co. 3pp. 58421:021-58421:030.

-9107160247 Insp repts 50-321/91-17 & 50-366/91-17 on 910610-14.No violations
noted.Major areas inspected:weld overlay reinforcement effects on piping sys & li-
censee corrective actions re previous insp findings.

CHOU.R.C.,   BLAKE.JJ.   Region   2   (Post   820201).   91/07/08.   7pp.   58421:024-
58421:030.

9107170212 Application for amends to Licenses DPR-57 & NPF-5,revising Unit 1 TS
Section 4.6.L & Unit 2 TS Section 4.7.4 re snubber surveillance to reflect present
guidance proposed in Encl B of Generic Ltr 90-09 re snubber visual insp.
BECKHAM.J.T. Georgia Power Co. 91/07/11. Document Control Branch (Document
Control Desk). 4pp. 58484:100-58484:137.

-9107170216 Proposed Tech Specs Section 4.6.L for Unit 1 & Section 4.7.4 for Unit 2
re snubber surveillance.reflecting present guidance proposed in Encl B of Generic Ltr
90-09, "Alternate Requirements for Snubber Visual Insp Intervals...."

*  Georgia Power Co. 91/07/11. 34pp. 58484:104-58484:137.

9107310057 Forwards SALP repts 50-321/91-07 & 50-366/91-07 for 891001-
910302.Comments re control & monitoring of operability of equipment during surveil-
lances & interpretations of regulatory requirements correct.

EBNETER.S.D. Region 2 (Post 820201). 91/07/12. HAIRSTON.W.G. Georgia Power
Co. 106pp. 58588:021-58588:106.

-9107310231 SALP repts 50-321/91-07 & 50-366/91-07 for 891001-910302. Overall
performance acceptable.

*  Region 2 (Post 820201). 91/07/12. 88pp. 58588:039-58588:106.

9107190178 Responds to NRC 910617 Itr re violations noted in insp rept 50-321/91-13
& 50-366/91 -13.Corrective actions:involved personnel counseled re need to read &
follow all health physics postings & procedural requirements.

BECKHAM.J.T. Georgia Power Co. 91/07/15. Document Control Branch (Document
Control Desk). 5pp. 58506:320-58506:324.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

:R. Periodic operating reports & related correspondence

9107150389 Monthly operating repts for June 1991 for El Hatch Units 1 & 2.W/910711
Itr.

BEARD.R.M.,   BECKHAM.J.T.   Georgia   Power   Co.   91/06/30.   12pp.   58458:249-
58458:260.

S. Reportable occurrences, LERs & related correspondence

9107160246     LER     91-011-00:on     910612,missed     tech     spec     surveillances
occurred.Caused by inadequate procedure.Revising affected procedure to require veri-
fication of receipt of samples & evaluation of analyses.W/910709 Itr.
TIPPS.S.B.. BECKHAM.J.T. Georgia Power Co. 91/07/09. 7pp, 58500:033-58500:039.

9107160343 Special rept:on 910515 & 0613,cable penetration seals discovered inoper-
able & left in untested configuration. Caused by personnel error.Hourly fire watch initi-
ated & penetrations covered w/Thermolag fire barrier matl.

BECKHAM.J.T. Georgia Power Co. 91 /07/09. Document Control Branch (Document
Control Desk). 6pp. 58470:255-58470:260.

9107230362 LER 91-012-QO:on 910619,discovered instrument calibr of post-LOCA radi-
ation monitoring sys radiation detector 1D11-N022A-D not performed at required
frequency.Caused by procedural deficiency.Procedures revised.W/910717 Itr.
TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 91/07/17. 8pp. 58628:006-58628:013.

V. Operator Examinations

9107290067 Responds to 910415 Itr re requirement to perform five reactivity manipula-
tions on actual plant & procedure followed to change examiner stds (NUREG 1021).
GALLO.R.M. Operator Licensing Branch. 91/07/08. HAIRSTON.W.G. Georgia Power
Co. 2pp. 58572:357-58572:358.

9107310404 Notification of contract execution: "Technical Assistance to Support Li-
censing Activities," Task Order 105, "Hatch Nuclear Power Plant Requalification
Exams," awarded to Sonalysts.lnc.

HUGHES.A. Division of Contracts & Property Management (Post 890205), NRC-03-89-
031. 91/07/18. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 58626:167-
58626:170.

-9108010033 Ltr Contract NRC-03-89-031,Task Order 105, "Hatch Nuclear Power Plant
RO Licensing Requalification Exam," awarded to Sonalysts.lnc.
SCOTT.M.L.     Contract     Negotiation     Branch-1.      NRC-Q3-89-031,      91/07/16.
PETERSEN.LR. Sonalysts, Inc. 3pp. 58626:168-58626:170.
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